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July 28, 1997 


BY FAX 


Coe A. Bloomberg, Esq. 

Lyon & Lyon 

First Interstate World Center 
633 West Fifth Street, Suite 4700 
34th Floor 

Los Angeles, CA 90071 
Dear Coe: 

Under the court’s order, CellPro is required to pay plaintiffs 60% of CellPro’s incremental 
profit on products sold or shipped after March 12, 1997. We would appreciate your informing us 
as soon as possible of CellPro’s contention as to the amount of its incremental profit per unit, 
with respect to both disposable kits and Ceprate SC devices. 

The court’s order retains the originally-proposed minimum payment of $2000 per 
disposable unit. If CellPro contends that this amount exceeds 60% of CellPro’s incremental profit 
per unit, we are prepared to consider an appropriate modification of this part of the order. If you 
wish to propose such modification, we will need disclosure of CellPro’s pertinent financial records 
in order to determine whether in fact the specified minimum payment exceeds 60% of CellPro’s 
incremental profit per unit and, if so, what alternative minimum payment would be appropriate in 
the circumstances. 

Please let me hear from you at your earliest convenience. 


Sincerely yours. 



Donald R. Ware 


cc. Gary D. Wilson, Esq. 
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